h 



CHANNELS 2 TD 8 




A B C 



ISS 


REVISION 


BY DATE 


A 

1 

2 


□ RIGIN 
PRODUCTION 
12 WAY CON WAS 11 WA 


DRP 10-3-94 
DRP 13-9-94 
TDRP 19-10-94 



NOTES 

1, RESISTORS MARKED * ARE IX 

ALL OTHERS ARE 5X 1/4V UNLESS OTHERWISE MARKED 

2. ELECTROLYTIC CAPACITORS ARETE/VDLTS 



UNIT TITLE GL4 


MANUFACTURED IN ENGLAND BY 

ALLEN & HEATH 


DPA#$ TITLE input-8 clnneltle 
CIRCUIT DIAGRAM 

F'LE TiF'E AGFIJOb 


DRAWING No. ronn/ - ISSUE ^ 

L C_ U U O C_ 


A2 





9 



+48V +48V +48V +48V 




+48V 



+48V 



+48V 




C D E F G 



ISS. 


REVISION 


BY DATE 


NOTES 


UNIT TITLE GL4 


MANUFACTURED IN ENGLAND DY 




A 


ORIGIN 
PRODUCTION 
12 WAY CON WAS11 WAY 


DRP 10-3-94 
DRP 13-9-94 
DRP 19-10-94 


1. RESISTORS MARKED * ARE IX 


PAGE 2 OF 2 


ALLEN & HEATH 




2 


2, ELECTROLYTIC CAPACITORSTIAREDLTS 


DF'AWIMG TITLE 1 1',| p |J J -j§; f □ |\| |\| E L T □ P 












LlkLUl 1 JJlAbkAM 

PCB TYPE AG2006 


DRAWING No, £2006 issue ^ 


A 1 





h 



CHANNELS 2 TD 



MUTE SWITCH 



CONNECTOR 

EARTH 



Cl , 

0.1 



IE 

3 



DSEL4/DSEL7 
DSEL5/DSEL8 I 



-© O 
O 0-- 
-© ©~ 



OV 

CAO 



,C3 

'□,1 



: E t 



C A 1 
CA2 



G— ©-- 



H 



SLAVE HARNESS 



J1 r 

J2 r 



BANK ASSIGN 



CHANNEL 1 SHDWN BELOW IS TYPICAL 
FDR CHANNELS 2 TD 8 AND CDMPDNENT 
REFERENCES ARE SIMILAR, ie 
R101 IS R201 DN CHANNEL 2, R301 
DN CHANNEL 3 etc. ALL VALUES ARE 
THE SAME. 






A 






B C D 


E 


F 


G 


H 




ISS, 


REVISION 


BY 


DATE 


NDTES 


UNIT TITLE 


GL4 


MANUFACTURED IN ENGLAND BY 






A 

1 


□ RIGIN 
PRDDUCTIDN 


DRP 

DRP 


5-5-95 

8-6-95 


1, RESISTORS MARKED * ARE 1% 

ALL OTHERS ARE 5X 1/4W UNLESS OTHERWISE MARKED 




ALLEN E 


HEATH 






2. ELECTROLYTIC CAPACITORS ARETE/VOLTS 


DRAWING TITLE 

INPUT 


RLE TYPE AGETKC- 

GTEF'EE EENNECTEP PEE: 
EIPEUIT IJIAGPAM 














DRAWING No, C 2 3 2 Q 


ISSUE ^ 


111 











C D E F G 



ISS, 


REVISION 


BY DATE 


NOTES 


UNIT TITLE 


GL4 


MANUFACTURED IN ENGLAND DY 




A 


ORIGIN 

PRODUCTION 


DRP 5-5-95 
DRP 8-6-95 


1. RESISTORS MARKED * ARE IX 




PAGE 2 OF 2 


ALLEN & HEATH 






£. ELECTROLYTIC CAPACITORSTIAREDLTS 


DRAWING TITLE 


PCB TYPE AG2320 












INPUT 


STERED CDNNECTDR PCB 
CIRCUIT DIAGRAM 


DRAWING No. |v]2320 ISSUE 


A 1 





-CjEEb 



MATRIX 



LE •• EL 



PAN E A 



PAN 




All I ASSIGN 
SEE DETAIL 
GEM BLUE 1/2 
AH 00 IE 



GROUP iS SIGN 
SEE DETAIL 
GEM ORANGE 1/2 
AH0D1I 












TB ENABLE 

SI 

Vo 



MEIDE A (AUX/GRDUP REVERSE) 



SAEE 

/PREVIEW 




//\ Rll 
! 1 S3 8KP 







47/25 m 1N4148 


CIO JiR21 


SMALL 

FADER 






T" 2N7 LJiom 


3 rd 








It 




R16 ^ ^ 





R23 Ai 47/25 

iookM 



3l IC3 > 1 

47/ 

5532 

POST FADE 




SIGNAL METER 




^ cn h R£4 

r 10R ~T 40N UlOR 



. fej be 




820R S 7 

= C8 




R56 15K 

— iLL 





7 

1-R66 339 




_ C31 M PMP A R67 
= EN7 M470R 



SIGNAL 

LD6 

k~ 






SAEE 

/PREVIEW 





POST- MUTE r 

> 49 PRE-MUTE 

-□ &'e- 

100K 



PRE EADE 



R54 A 47/25 

iookM 



5| IC2^>— 1 ILf 

47/25 

5532 

PELT EADE 



10R "T” 40M W 10R 



REUTING 

l-r 




MATRIX MATRIX 

A B 

A_MIX B_MI 



P = PRE-FADE 
S = SWITCHED 
A = PDST-FADE 



UPOKK U 

PS A PS A 



J5 J6 J7 J8 J9 JIO 



ss 


REVISION 


BY DATE 


A 


El RIG I N 


DRP14-6-94 


1 


PRiDUCTTQN 


DRP4-11-94 


2 


R68,69 DELETED 
R29 ADDED 


DRP6-3-95 




C15,R9, 27, 67,108 Cl 


HGD 



2. ELECTROLYTIC CAPACITORS ARE TF/VOLTS 



UNIT TITLE 



DRAWING TITLE 



MANUFACTURED IN ENGLAND I 



PAGE 1 if 2 

GROUP CIRCUIT DIAGRAM 

FDR PCB TYPE AG2002 



ALLEN &< HEATH LTI 



DRAWING No. Qpggp ISSUE 




YEL 




A B 





REVISION 


BY DATE 




El RIG I N 


DRP14-6-94 




PRDDUCTIDN 


DRP4-11-94 




R68,69 DELETED 
R29 ADDED 


DRP6-3-95 




C15,R9, 27, 67,108 Cl 


HGD 



I 

NDTES 

1. RESISTDRS MARKED * ARE 17; 

ALL OTHERS ARE 57 1/4W UNLESS OTHERWISE MARKED 

2. ELECTROLYTIC CAPACITORS ARE TF/VOLTS 



D 



POUT It JG 






LR MASTER 

mm 



MATRIX SEND 
B A 



AUX MASTER 




MATRIX ASSIGNMENT 
LEFT = A 




AUX ASSIGNMENT 



MATRIX MASTER 



LEVEL 




AUX ASSIGNMENT LEFT/RIGHT ASSIGNMENT 




5CM BLUE 7/2 



5CM DRANGE 1/2 
















TB ENABLE 

SI 

v. 



PI 0R 

p ASSIGN 1 GF 2 



P2 0R 220/10 | 

ASSIGN 1 OF 2 5532 




MDDE A (AUX/LR REVERSE) 



-q Rll 
! 1 S3 8K2 





F — 




I 1L 






r 


+UI 




15K 


IOKA LJ 


15L 


n p “ q 






A 


47/25 


C 


R85 


GN 




| SKu 






100K | 






Ar83 22R 


V 




V 




r" 


n 




P 


J Miook safe 




R17 








- . 




3 


X7 /PREVIEW 


..ATT 


100K 




M 04 



U 77 3^ 

r 100K I 5 L- 



L R78 ±R79 
r 100K UlOOK 



SIGNAL METERS 



n 


fl 


Aq2 V 




\ 


/. J 5532 1 

' Jill 




s' 


Aoi SX 




\ / 2N4403 


R18 

□□ 




PEST LADE 


+\/R R64 1 


7 


2N4403 


C7 




1M0 




Cll rn R24 


10K 


j-iRAA 



R66 339 




10R T 40N MlOR 



POST- MUTE r 

, 49 PRE-MUTE 

-□ &'e- 

100K 



PEE LADE 



R54 rh 47/25 

iookM 



5| IC2^>— 1 ILf 

47/25 

5532 

PELT PAUL 



10R "T” 40M MlOR 



: V3 EE 






820R A S/ 7 

= C8 




R56 15K 

lUM 








_ C31 M 2M2 rh R67 
= 2N7 M470R 



MATRIX MATRIX 

A B 

A_MIX B_MI 



P = PRE-FADE 
S = SWITCHED 
A = PDST-FADE 



U2OKK U 

PS A PS A 



J5 J6 J7 J8 J9 J10 



ISS 


REVISION 


BY DATE 


A 


El RIG-IN 


DRP 27-7-94 


1 


PRODUCTION 


DRP 27-9-94 


2 


C43 ADDED 
VALUES CHANGED 




3 


R60,C46 ADDED 
R68,69 DELETED 


DRP 21-3-95 




C32,R9,59,67,108 C 


HGD 



2. ELECTROLYTIC CAPACITORS ARE IF/VOLTS 



UNIT TITLE 



PAGE 1 DF 2 



MANUFACTURED IN ENGLAND I 



DRAWING TITLE 

LEFT/RIGHT CIRCUIT DIAGRAM 

FDR PCB TYPE AG2003 



ALLEN &< HEATH LTD 



DRAWING No. 3 3 q q 3 ISSUE ^ 




TB ENABLE 

S7 




MATRIX MIX 



ASSIGN 1 DF 2 

P4 

SCREEN o 1 



" R34 

17 I ' 5533 



iik ri 5 E S 1 

EF\ 47/25\7 ^ 



TL072 R28 6 

100K M o 




LEVEL R 86 




AUDIO 

EARTH 



40 VAi F'IBBEM 



A1_MIX _2_-0 Q.4 A2_MIX + 

A3_MIX 5_£) q.£ A4_MIX 

A5_MIX _Z__0 q_B_ A6_MIX 

A7_MIX 3--0 G-— A8 - MIX 

A9_MIX _ 11 _q q.12_ A10_MIX 

13£) q.14 EjIqB_MIX 



~ vl7 O -^ 15 

+ V 19 Q _ ©.£11 

21-©-© 22 

P/AFLDL23.0 q 24 

£50) a £6 

PFL_MIX_220) 0-EB.AFL_MIX 

L_MIX 29.0 Q.3JD R_MIX 

M_MIX _3i_0 q-32- G7_MIX 

G8.MIX 330> 0.34 G5_MIX 

G6_MIX_35-0 0.3G. G3_MIX 
G4.MIX 3234 0-38 G1_MIX 




MDDE C MTX/AUX REVERSE 




LR LINK 
AUX LINK 
MTX LINK 
LR METER 



5532 5532 5532 TL072 5532 





A 


1 


ss 


REVISION 


BY DATE 


A 


□ RTGTN 


DRP 27-7-94 


1 


PRDDUCTIGN 


DRP 27-9-94 


2 


C43 ADDED 
VALUES CHANGED 




3 


R60,C46 ADDED 
R68,69 DELETED 


DRP 21-3-95 




C32,R9,59,67,108 C 


HGD 



2. ELECTROLYTIC CAPACITORS ARE TF/VOLTS 



2_l 339 1 v 1 339 1 v 1 339 1 v 1 339 
112 TT2 TT2 Tl2 



9 > LR CIUT 

LR_+0UT e -|- 

10 MATRIX PUT 

auxsend i 1 AUX SEND 

12 

E F ° CDNN2 

UNIT TITLE 

GL4 

PAGE 2 DF 2 

DRAWING TITLE 

LEFT/RIGHT CIRCUIT DIAGRAM 

FDR PCB TYPE AG2003 



MANUFACTURED IN ENGLAND I 



DIO 




LD9 


7 


GN 


-26 


LD9 




GN 


-18 


LD9 




Eh gn 


-15 


LD9 




GN 


-12 


LD10 




GN 


-9 


LD10 




GN 


— 6 


LD10 




Zjij GN 


-3 


LD10 




RED 


□ 


LD11 




Z.H red 


+ 3 


LD11 




iZ,\ RED 


+ 6 


LD11 




RED 


+ 9 


LD11 




z,^ RED 


+ 12 


-VB 



ALLEN &< HEATH 



DRAWING No. Q 2 QQ 3 ISSUE 





□□□2 











TB MIC PRE-AMP 




|R4^R4^R4^R4dR4M48lR49[R50 

Tnr Tnf Tnf Tnf Tnf Tne Tnf 



MUTE GREUPS 



40WAY RIBBDN 



PRESS TO TALK 




CENTREL 



2K2 M LED9 

PREV GROUP EDIT SAFES EDIT GROUP I |\L 




[R6^R6^RG4jR6^R66|R67jR68[ 

fi'iF Tnf Tnf TV T Nr T NF T 10 K T ] 



afl_mix — 

R_HIX R34 
G7_HIX R35 I 
G5_MIX R3b l 
G3_MIX R37 I 
G1_MIX R38 I! 



TB TD GRPS 

0.SVI6 



TB TD MONO 

o ^aSV17 
E SV17 

TB TD LR 

^^SVIS 
I ° SV18 




26WAY RIBBDN 

I i P CONN? 



J-C16 JJ17 JjC18 C19 

T47/25T40N T 40N T" 40N 



PHDNES 1 DUT 

UNDER ARMREST 



PHDNES 2 DUT 






rss 


REVISION 


BY DATE 


A 


ORIGIN 


CD 29-7-94 


1 


SKI DELETED 
D3,D4 ADDED 
VALUES CHANGED 


DRP4-11-94 


a 


C6 WAS 330/25 


DRP 7-2-95 



2. ELECTROLYTIC CAPACITORS ARE TF/VDLTS 



UNIT TITLE 



DRAWING TITLE 



MASTER CIRCUIT DIAGRAM 

PCB TYPE AG2004 



DRAWING No 



ALLEN & HEATH 

3 No. ISSUE 

C2004 





330K 



METER RECTIEIER 



C91 





SIGNAL METER 





SAFE 

/PREVIEW 



TB_DIM R87 
100R 



MODE V 

MDND SDURCE 






:ss 


REVISION 


BY DATE 


A 


□ RISEN 


DRP 18-8-94 


1 


PRODUCTION 


DRP 14-9-94 


2 




DRP 14-11-9^ 


3 


P19,C90,C91 ADDED 


DRP 5-1-94 


4 


R140 3K9 WAS 3K3 


DRP 13-3-95 



1. RESISTORS MARKED * ARE 1 1 

ALL OTHERS ARE 5X 1/4V UNLESS OTHERWISE MARKED 

2, ELECTROLYTIC CAPACITORS ARE TF/VOLTS 



PEAK WE 
LD4 



7 _JC2p 

1 R103 j39 



1 R99 

J 2M2 4 R104 



RIOOL R105 4 
8K2 T BK2 1 





PRE EADE 



5] 1 \f— - 

C-^ 47/25 

5532 

PEST EADE 



.C28 h R109 
" 40N T10R 



UNIT TITLE 



D6^ | R120 

1N4148 1K8 



Li C36 El R122 _ 
E 1/50 TNE 




. MDNO.MTR 

FRDM MDNITDR 



R137 R136 

2K7 IK 



MEND EET 

4V6 n 

2142 r^U. [7 f+01 

'PTU8J 47/25 
— - IC24<V~ 

1 feJWij C35 

[, L-v« 

+ 60 IB v 



330R 8 ^ 

9 IC26> 



MATRIX MATRIX 

^ A MIX B T) Ml 



P = PRE-FADE 
S = SWITCHED 
A = POST-FADE 



PAGE 1 DP 5 



DRAWING TITLE 

MENG/SLAVE CIRCUIT DIAGRAM 

MEND PCB TYPE AG2005A 



KKt/ [-I R 

j S4 

MATRIX 

G t H 

MANUFACTURED IN ENGLAND EY 

ALLEN &< HEATH 



DRAWING No. 



C2005 




RETURN 

LEVEL 





2TRK RETURN 

2 TKJNR 



RIGHT 

CDNN 15 




MASTER 

-CENNECTER 

CDNN 16 

> |o H 



40 WAY RIB BEN 

p 

CDNN 14 ( 



TB_ AUDIO E 1 C 

A 1 _MIX _ 3 _^ 

A 3 _MIX 

A 5 _MIX _Z_^ 

A 7 _MIX 

A 9 _MIX 

A_MIX U-c 



A£_MIX 

A4_MIX 1 

j.E_ A6_MIX 

5.10 A8_MIX 

5-12. A10_MIX 

5.14 B_MIX 

, 16 
' 1R ~ v 



1 N 4002 pj 7 [jlOR 



2-TRACK 



REPLAY MDND 

ON GE 



_ 3 \ + IC3jp-^— | [f 

47/25 

7 TL 072 R 186 

100 K 





MDNITDR SOURCE 



MDND A-B 

S 9 




4 + IC35>^^|- 
[J/ TL 072 47/25 

C 77 .. 22 P 




V +VC. 
R 153 C 46 .. 22 P 



PHDNES 

LEVEL 






R 193 T 

15 K R 197 r 
8K2 K 
R 194 V 



1:,K R 234 n 4053 11 
R 150 8 K 2 M 



TL 072 

C 72 || 22 P 
R 206 



TL 072 

C 73 || 22 P 



HE ADPHONES/ MDNITDR AMP 

tvs — i 1 

R 154 P47..PPP ArTO 



U R 218 1 L 072 

Tiook 




MDNITDR 
LEV II 



i AFL/PFL 
ACTIVE 



^ + IC36>^ — ILp— 

4 1 / 4.072 47/25 

H 220 C 79 a a 22 P 



2TRK SEND 




PHDNES DUT 




MDNITDR DUT 



20 KK R 221 T 
7 100K 1 




REVISION 


BY DATE 


□RIGIN 

PRODUCTION 

P19,C90,C91 ADDED 
R140 3K9 WAS 3K3 


DRP 18-8-94 
DRP 14-9-94 
DRP 14 — 11 — 9' 
DRP 5-1-94 
DRP 13-3-95 



2 . ELECTROLYTIC CAPACITDRS ARE 7 F/VDLTS 



UNIT TITLE 


GL4 


DRAWING TITLE 




' ;lfol JDYfLA v E 


CIRCUIT DIAGRAM 



MANUFACTURED IN ENGLAND I 



ALLEN & HEATH 



DRAWING No. 



ISSUE 

C2005 4 





□ RIG-IN 
PRODUCTION 



P19,C90,C91 ADDED 
R140 3K9 WAS 3K3 



BY DATE 



DRP 18-8-94 
DRP 14-9-94 
DRP 14-11-94 
DRP 5-1-94 
DRP 13-3-95 



RESISTORS MARKED * ARE 1 1 
ALL OTHERS ARE 5X 1/4V UNLESS OTHERWISE MARKED 



2, ELECTROLYTIC CAPACITORS ARE TF/VOLTS 



UNIT TITLE 



GL4 

PAGE 3 DP 5 

DRAWING TITLE 

M □ N □ / SLAVE CIRCUIT DIAGRAM 

MICRO PCB TYPE AG2005A 



MANUFACTURED IN ENGLAND BY 

ALLEN &< HEATH 



DRAWING No. ISSUE 

C2005 





GROUP 1-3 



AUX 1-8 



G1J4/LED 

GE_M/LE1 

G3_M/LED 

G4_M/LED 

G5_M/LED 

G6_M/LED 

G7_M/LED 

G8_M/LED 



GLS/LED 

G2_S/LED 

G3_S/LED 

G4_S/LED 

G5_S/LED 

G6_S/LED 

G7_S/LED 

G8_S/LED 




INTERFACE TD GROUP BOARDS 1- 



GROUP 1 PCB 



- GLH/LED 

- GLS/LED 

- Gl.M/SV 

- ALM/SV 

- ALM/LED 

- ALS/LED 



GROUP 2 PCB 



- G2_H/LED 

- G2.S/LED 

- G2.M/SV 

- A2_M/SU 

- A2_M/LED 

- A2.S/LE I 



GROUP 3 PCB 



- G3_M/LED 

- G3J/LEI 

- G3.M/SV 

- A3.M/SV 

- A3_M/LED 

- A3_S/LEI 



GROUP 4 PCB 



G4J/LED 

G4_S/LED 

G4_M/SV 

A4_M/SV 

A4_M/LED 

A4.S/LED 



- G5_M/LED 

- G5_S/LED 

- G5_M/SV 

- A5_M/SV 

- A5_M/LED 

- A5_S/LED 



GROUP 6 PCB 



G6.M/LED 

G6.S/LED 

G6.M/SV 

A6.M/SV 

A6_M/LED 

A6_S/LED 



GROUP 7 PCB 



G7.M/LED 

G7_S/LED 

G7_M/SV 

A7_M/SV 

A7_M/LED 

A7_S/LED 



- G8_M/LED 

- G8_S/LEI 

- G8.M/SV 

- A8.M/SV 

- A8_M/LED 

- A8_S/LED 





A 




B 


ISS 


REVISION 


BY DATE 




A 


□ RIG-IN 


DRP 18-8-94 




1 


PRODUCTION 


DRP 14-9-94 




2 




DRP 14-11-9* 


I 


3 


P19,C90,C91 ADDED 


DRP 5-1-94 




4 


R140 3K9 WAS 3K3 


DRP 13-3-95 





1. RESISTORS MARKED * ARE 1 1 

ALL OTHERS ARE 5X 1/4V UNLESS OTHERWISE MARKED 

2, ELECTROLYTIC CAPACITORS ARE TF/VOLTS 



UNIT TITLE 



GL4 



PAGE 4 DP 5 



DRAWING TITLE 

MONO / SLAVE CIRCUIT DIAGRAM 

GROUP SLAVE PCB TYPE AG2005B 



MANUFACTURED IN ENGLAND BY 

ALLEN 

DRAWING No, 



HEATH 



ISSUE 

C2005 4 







□ RIG-IN 
PRODUCTION 



P19,C90,C91 ADDED 
R140 3K9 WAS 3K3 



BY DATE 



DRP 18-8-94 
DRP 14-9-94 
DRP 14-11-94 
DRP 5-1-94 
DRP 13-3-95 



1. RESISTORS MARKED * ARE IX 

ALL OTHERS ARE 5X 1/4V UNLESS OTHERWISE MARKED 

2, ELECTROLYTIC CAPACITORS ARE TF/VOLTS 




UNIT TITLE 



GL4 



G . H 

MANUFACTURED IN ENGLAND BY 



PAGE 5 DP 5 



ALLEN &< HEATH 

ISSUE 



DRAWING TITLE 

MENE/SLAVE CIRCUIT DIAGRAM 



DRAWING No, 



C2005 





REVISION 
□ RI'GIN 
PRODUCTION 
12 WAY CONN WERE 
11 WAY 



BY DATE 
DRP 8-9-94 
DRP13-9-94 



DRP29-U-94 



2. ELECTROLYTIC CAPACITORS ARE TF/VOLTS 



UNIT TITLE 



DRAWING TITLE 



GL4 

MASTER- CD N NE C T □ R 
CIRCUIT DIAGRAM 




MANUFACTURED IN ENGLAND BY 

ALLEN 

DRAWING No, 



C200 



HEATH 

T ISSUE 



2 







m F'C E CONFIGURATION 

P/H PC E 

FITTED L3,5,7,9,ll, R15, 16, 19,41 , D9, VR7, 
NET FITTEDL2,4,6,10, C7,8, R13/17,18,20,40, 
D7,8, VR3.5.6, M3, 4 ,5,6^ CONI 
VALUES R38 = 180R__,R19 = 8K2 

L/H PCB 

FITTED VR9 

NOT FITTED L3, 5, 7, 9, 11, R15,16,41, D9, VR4, 
M7,8,9^ C0N2 

VALUES R38 = 47R^ R19 = lk 



PETER HfflOIBFwTIOO 

SET VR1-9 FDR METER READING 
OVU FDR INPUT LEVEL DF -2dBu 
ie. CONSOLE XLR OUTPUT = + 4dBu 



GRPl/7 — 
GRP3 — 
GRP5/R- 



- GRP2/8 

- GRP4/L 

- GRP6/MDN 



D 



ORIGIN 

PRODUCTION 



ARJ 1-8-94 
DRP16-9-94 



1. ALL RESISTORS ARE 5Z 1/4W UNLESS OTHERWISE MARKED 

2. ELECTROLYTIC CAPACITORS ARE ?E/VOLTS 

3. ALL DIDDES 1N4148 UNLESS OTHERWISE MARKED 



UNIT TITLE 



DRAWING TITLE 



GL4 

CIRCUIT DIAGRAM 
METER PCB 

FDR PCB AG2092 



MANUFACTURED IN ENGLAND I 



ALLEN &< HEATH 



DRAWING No. £^092 ISSUE j_ A2 





9 



C3 




C13 









ISS 


REVISION 


BY DATE 


NDTES 


UNIT TITLE 

GL4 




MANUFACTURED IN ENGLAND BY 




A 

1 

2 


□ RLG'.IN 

PRDDUCTIDN 

CCT CHANGE IC5B 


DRP 21-9-94 
DRP 27-2-95 
ARJ 26-6-95 


1. RESISTDRS MARKED * ARE 1 1 

ALL OTHERS ARE 5X 1/4W UNLESS OTHERWISE MARKED 


PAGE 1 OF 2 


ALLEN & HEATH 




2. ELECTROLYTIC CAPACITORS ARE TF/VOLTS 


DRAWING TITLE 

SYS-LINK 


PL E 












DRAWING No, £2210 ISSUE 2. 


|aT 






AB CDEFGH 



ss 


REVISION 


BY DATE 


NDTES 


UNIT TITLE 


GL4 


MANUFACTURED IN ENGLAND BY 




A 

1 

2 


□ RLG'.IN 

PRDDUCTIDN 

CCT CHANGE IC5B 


DRP 21-9-94 
DRP 27-2-95 
ARJ 26-6-95 


1. RESISTDRS MARKED * ARE 1 1 

ALL OTHERS ARE 5X 1/4W UNLESS OTHERWISE MARKED 




ALLEN & HEATH 




2. ELECTROLYTIC CAPACITORS ARE TF/VOLTS 


DRAWING TITLE 


|;| G - L I N L RGB 














DRAWING No, p p p i n ISSUE ^ 


L 





